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15 July 1953 


Tor SECRET - GEQURITY INF0HMATI 6N- 

MEMORANDUM FOR THE METIERS OF USGIBEC : 

Subject: Release of Communications Intelligence 

Equipment to Canada. 

Reference: USCIB 2/34 dated 1 July 1953. 

At the request of the originator (Director, NSA) 
the reference is hereby withdrawn from consideration. 
The request that vote sheet replies be returned by 15 
July should be disregarded. 



USCIB: 2/35 


TOP SECRET 

1 



i 


eclassified and approved for release bv NSA on 03-13-2014 pursuant to E.Q. 1352 





